DART AEROSPACE LTD Work Order: 
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Description: Bracket Part Number: E4733-7 
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INSPECTION SHEET 
Drawing Actual Method of 
Tolerance Reject ; Comments 


1.50 +/-0.030 
1.25 +/-0.030 
os wooo l 
0.94 +/-0.030 
0.75 +/-0.030 


+/-0.010 
+/-0.030 


nn 


Measured by: Checked by: QC Inspector: 

Date: Date: Date: 
Engineering Approval: Date: 
(If necessary) ` 


Rev Date Change Reviseģ b Approved 
A 16.03.17 | New Issue l KJ 
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